Team Line Up 





NATIONAL LEAGUE 


Date 05 January 2021 At Bob Lucas Stadium, Weymouth 


Home Club Weymouth V Away Club Yeovil Town 










Claret & Light Blue Away Colours Green / White 
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Referee: Sunny (Sukhvir) Gill 
Assistant Referrees: Mark Stevens 


Assistant Referrees: Declan O'Shea 
Fourth Official Carl Peters 





